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PART III 
Stores Purchase 


Fire and Rescue Services Department 

e - TENDER NOTICES 


(1) 


No. F1 - 11579 /2012 /KFRS. 

13th November 2013 . 
e - Tenders in two cover system are invited from 
competent dealers for the supply of 100 Nos. of Nomex 
Fire Fighting Suit with respective Specifications to Fire 
and Rescue Services Department. The tender is to be 
submitted as e -tenders through https ://etenders .kerala . gov .in . 
Since this is an e - tender, only those bidders who have 
enrolled in the above portal with their own digital 
signature certificate (DSC ) can participate in the tender . 

e - Tender document and other details can be obtained 
from the above e -portal. 
The tender has two parts . 

1. Technical bid . 

2 . Financial bid ( BOQ ). 

Tender No. with PAC — KFRS/E - Tend 
No. 17/2013- 14 * 100 Lakh . 

EMD — 1 % of PAC in online payment. 


Security Deposit — 5 % of total contract amount 
inclusive of EMD . To be furnished as online payment. 
Cost of e - Tender (online submission ) 

Orginal 15 ,000 + VAT @ 5 % . 

Duplicate 7,500 + VAT @ 5 % . 
Closing date and time of e -tender - 16 - 12- 2013 , 
5 p . m . 

Last date and time of receipt of e-tender 
16 -12 -2013, 5 p . m 
Date and time of opening of e -tender: 

1. Technical bid — 20 - 12 -2013, 11 a . m . 

2 . Financial bid — 21- 12 -2013, 11 a. m . 
Date upto which the rates are to remain firm for 
acceptance — 31-3 - 2014 . 

Period of supply — Within 40 days of receipt of 
supply order. 


The right of acceptance or rejection of e - tender 
without assigning any reason is solemnly vested with 
Commandant General, Kerala Fire & Rescue Services, 
Thiruvananthapuram . 


The rules and regulations prescribed for e-tenders by 
the Government of Kerala shall be applicable to this 
e -tender also . 

Any legal disputes that may arise in relation to the 
e- tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 


CONDITIONS 


The bidder desiring to take part in the bid shall log 
into https:// etenders .kerala . gov. in and then select tender 
and initiate payment. Bidders will be directed to the 
payment gateway page of the State Bank of Travancore . 
There are two options- State Bank of Travancore SBT Net 
banking payment, payment through NEFT from other 
banks to the payment gateway of SBT. 

For obtaining digital signature certificate (DSC ) and 
necessary portal enrollment bidders can visit the website 
https://etenders .kerala .gov . in . 

The e - tenders submitted by the competent dealer / 
supplier should definitely contain a scanned copy of the 
complaince statement of the Nomex Fire Fighting Suit 
intended for supply along with the original directly to this 
office before the last date of receipt of the e -tender. The 
financial bid belonging to those dealers /suppliers who 
qualified the technical bid of the instrument required by 
Kerala Fire & Rescue Services Department alone will be 
considered . 

Soon on opening the technical bid of e-tenders the 
committee constituted to evaluate the technical aspects of 
the instrument will meet and scrutinize the technical 
specification of the instrument submitted with the 
e- tender. On finalization of the same, the financial bid of 
the concerned competent firm will be opened for 
consideration . 


1. Whether samples are : Pamphlets , photograph 
essential 

etc ., should be 
forwarded along with 
tender. The sample of 
products should be 
produced at the time of 

opening tender. 
2 . Period with in which : Within 40 days from 

goods should be delivered receipt of supply order. 
3. Rates should be quoted : F.O .R Thiruvananthapuram 

for the delivery including 
transporting charge of 
the items to Kerala 
Fire & Rescue Services 

Headquarters 
4 . Payment 

90 % Payment against 
delivery at Thiruvanantha 

puram in good condition . 
5. Other Special condition : A guarantee of 12 

months from the 
delivery of item EMD 
1 % of PAC in online 
payment Security 
Deposit 5 % of total 
contract amount 
inclusive of EMD to be 
furnished as online 
payment as mentioned 
in the Notice inviting 
e - Tender. 


Tenders will be opened in the online presence of 
such tenderers or their authorized representatives who 
have logged in at the prescribed time of opening technical 
& financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure the tenders will be opened 
in the next working day , at the same time. 

The price of the e -tender form shall be received only 
through online payment-SBT/SBT NEFT. 


Scanned copy of the agreement in the prescribed 
format in Kerala Stamp paper worth * 100 should be 
submitted online and original to the undersigned 
before the opening of the e-tender. 

The cost should be quoted in Indian currency only . 


Details with respect to the e - tender and the 
details of specifications of the item to be purchased 
can be obtained from the e- tender website 
https :// etenders. kerala .gov. in . 

The committe headed by the Commandant General, 
Kerala Fire & Rescue Services Department will scrutinize 
the tenders received and will recommend suitably. The 
decision of the Commandant General will be final for the 
award of the contract. 


No . F1-11639/2012 /KFRS. 

13th November 2013. 
e - Tenders in two cover system are invited from 
competent dealers for the supply of 16 Nos. of Portable 
Pump with respective Specifications to Fire and Rescue 
Service Department. The tender is to be submitted as 
e - tenders through https ://etenders.kerala . gov. in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own digital signature 
certificate (DSC ) can participate in the tender. 

E - Tender document and other details can be obtained 
from the above e - portal. 


The price of the e -tender form shall be received only 
through online payment — SBT/SBT NEFT. 

Scanned copy of the agreement in the prescribed 
format in Kerala Stamp Paper worth 100 should be 
submitted online and original to the undersigned 
before the opening of the e -tender. 

The cost should be quoted in Indian currency only . 

Details with respect to the e -tender and the details 
of specifications of the item to be purchased can be 
obtained from the e -tender website https:// etenders. 
kerala . gov.in . 


The tender has two parts . 

1. Technical bid . 

2. Financial bid (BOQ). 
Tender No . with PAC — KFRS /E - TEND No.16 /2013 -14 
112 Lakh . 

EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount 
inclusive of EMD . To be furnished as online payment. 
Cost of e - Tender (online submission ) 

Original 16 ,800 + VAT @ 5 % . 

Duplicate 8,400 + VAT @ 5 % . 
Last date and time of receipt of e -tender 
16 -12 -2013 , 5 p . m . 

Closing date and time of e -tender - 16 - 12 - 2013 , 
5 p . m . 
Date and time of opening of e-tender : 

1. Technical bid — 20 -12 -2013, 11 a. m . 

2. Financial bid — 21- 12 - 2013, 11 a. m . 
Date upto which the rates are to remain firm for 
acceptance — 31 -3 -2014 . 

Period of supply — Within 40 days of receipt of 
supply order. 

The bidder desiring to take part in the bid shall log 
in https ://etenders. kerala . gov. in . and then select tender 
and initiate payment. Bidders will be directed to the 
payment gateway page of the State Bank of Travancore . 
There are two options -State bank of Travancore (SBT) 
Net banking payment, payment through NEFT from other 
banks to the payment gateway of SBT. 


The committe headed by the Commandant General, 
Kerala Fire and Rescue Services Department will scrutinize 
the tenders received and will recommend suitably. The 
decision of the Commandant General will be final for the 
award of the contract. 


The right of acceptance or rejection of e -tender 
without assigning any reason is solemnly vested with 
Commandant General, Kerala Fire and Rescue Services , 
Thiruvananthapuram . 

The rules and regulations prescribed for e -tenders by 
the Government of Kerala shall be applicable to this 
e - tender also . 

Any legal disputes that may arise in relation to the 
e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 


CONDITIONS 


For obtaining digital signature certificate (DSC ) and 
necessary portal enrolment bidders can visit the website 
https ://etenders. kerala . gov.in . 

The e -tenders submitted by the competent dealer/ 
supplier should definitely contain a scanned copy of the 
compliance statement of the Portable Pump intended for 
supply along with the original directly to this office before 
the last date of receipt of the e -tender. The financial bid 
belonging to those dealers/ suppliers who qualified the 
technical bid of the instrument required by Kerala Fire & 
Rescue Services Department alone will be considered . 

Soon on opening the technical bid of e- tenders the 
committee constituted to evaluate the technical aspects of 
the instrument will meet and scrutinize the technical 
specification of the instrument submitted with the 
e-tender. On finalization of the same, the financial bid of 
the concerned competent firm will be opened for 
consideration . 

Tenders will be opened in the online presence of 
such tenderers or their authorized representatives who 
have logged in at the prescribed time of opening technical 
& financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure the tenders will be opened 
in the next working day, at the same time. 


1. Whether samples are : Pamphlets , photograph 
essential 

etc ., should be 
forwarded along with 
the tender. The sample 
of products should be 
produced at the time of 

opening tender. 
2 . Period with in which : Within 40 days from 

goods should be delivered receipt of supply order. 
3. Rates should be quoted : F.O .R , Thiruvananthapuram . 

for the delivery including 
transporting charge of 
the items to Kerala 
Fire and Rescue Services 

Headquarters. 
4. Payment 

90 % Payment against 
delivery at Thiruvanantha 

puram in good condition . 
5. Other Special condition : A guarantee of 12 

months from the 
delivery of item EMD 
1 % of PAC in online 
payment Security 
Deposit 5 % of total 
contract amount 
inclusive of EMD to be 


furnished as online 
payment as mentioned 
in the Notice inviting 
e - Tender. 


Office of the Commandant General, 
Kerala Fire & Rescue Services 
Headquarters , 
Housing Board Junction , 
Thiruvananthapuram -695 001. 

(Sd .) 
Phone : 0471- 2320872 . 

Commandant General. 


